Sanitized Copy Approved for Release 2009/12/08 : CIA-RDP89B00569R000400070098-7 


25 YEAR RE-REVIEW 


BEST COPY 
A VAILABLE 


Sanitized Copy Approved for Release 2009/12/08 : CIA-RDP89B00569R000400070098-7 



